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SUMMARY 

Blade-to-coolant convection heat-transfer coefficients were 
obtained on a forced-convection; water-cooled; single-stage turbine 
over a range of turbine speeds; coolant flow rates ; and inlet -gas tem- 
peratures. The convection coefficients were determined over a large 
laminar -flow range and over a portion of the transition range between 
laminar and turbulent flow. The range of Graetz numbers investigated 
was from 230 to 2400. 

Both natijral- and forced-convection heat transfer were anticipated 
in this ttirblne. Natioral-convection heat transfer; expressed nondi- 
mensionally by a relation between the Nusselt and the Grashof numbers; 
was negligible for this turbine over the Grashof number range investi- 
gated from 3X10^ to 4X10^. Blade-to-coolant convection coefficients 
were correlated by the general relation for forced-convection heat 
transfer for laminar flow that expresses Nusselt nuniber as a function 
of Graetz number. When a characteristic dimension in the Graetz number 
equivalent to the length of a radial coolant passage in the blade was 
used; the turbine data agreed closely with a curve representing the 
data obtained by other Investigators for laminar flow of heated liquids 
through stationary tubes. 

When blade-to-coolant heat-transfer coefficients from stationary- 
tube heated-liquid data and theoretical gas-to-blade coefficients were 
used to calculate midspan average blade temperatures; the maximum 
deviation of calculated values from experimental data was 19° F at an 
experimental blade temperature of 165° F. 


INTRODUCTION 

In order to design cooled turbine blades; it is necessary to cal- 
culate blade temiperatures for the desired design operating conditions. 
Theoretical equations have been derived for the calculation of blade 
temperatures; however; to calculate these blade temperatures; gas-to- 
blade and blade-to-coolant heat-transfer coefficients are required. 
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An investigation of blade-to-coolant heat transfer for a forced- 
convection, water-cooled, single-stage turbine is described herein. 

A theoretical relation for siirface -to -coolant convective heat 
transfer for fully-developed laminar flow of flviids through stationary 
tubes with an unheated entrance length is presented in reference 1, 
Experimental investigations of heat transfer with laminar flow of 
heated liquids through stationary tubes have been conducted by several 
investigators (reference l) . In these investigations, correlation of 
the data for the laminar flow range is achieved by a general relation 
that expresses Nusselt number as a fmction of Graetz nuniber. 

Blade-to-coolant convection heat-transfer data were also obtained 
as part of an earlier investigation of a forced-convection, water- 
cooled, single-stage turbine (reference 2) over a limited range of 
turbine speeds and inlet-gas temperatures} the data were correlated in 
a similar manner to that for stationary tubes. In reference 2, a sat- 
isfactory agreement was not achieved between the correlated turbine 
data and the stationary-tube investigations (reference l) over the 
laminar flow range. The investigation of reference 2 gave indications 
that blade-to-coolant natural-convection heat transfer was also 
encountered in the forced-convection, water-cooled, single-stage tur- 
bine. The effect of natural convection upon blade-to-coolant heat 
transfer could not be evaluated because of insxifflcient data. 

The investigation of blade-to-coolant heat transfer in cooled 
turbine blades was continued on a forced-convection, water-cooled 
turbine at the MCA Lewis laboratory over an extended range of turbine 
speeds and inlet-gas temperatures. The investigation was conducted to 
determine: (a) the magnitude of the natural-convection effect upon the 

blade-to-coolant heat-transfer coefficient, (b) if better agreement 
between tirrbine blade-to-coolant heat-transfer data and stationary-tube 
data could be achieved, and (c) if blade temperatures could be accu- 
rately calculated using stationary-tube blade-to-coolant coefficients 
obtained from the correlation method shown in reference 1 and a theo- 
retical relation for gas-to-blade coefficients determined for this 
turbine (references 3 and 4) . Blade-to-coolant convection heat-transfer 
coefficients presented' herein were obtained over a range of' turbine 
speeds from 2000 to 14,500 rpm and over a range of gas temperatures 
from 400° to 1300° F. Coolant flow rates from 0.7 to 7 gallons per 
minute, equivalent to a range of mass velocities from 1565 to 
15,650 pounds per minute per square foot, were employed. 
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APPARATUS 

Turbine 

The forced-convection^ "water-cooled^ single-stage aluminxim turbine 
operated in this investigation is fully described in reference 2. A 
cutaway section of the turbine blade and a cross section of the turbine 
installation are shown in figure 1. Blade constaruction details and the 
coolant flow path through the blade are shown in figure 1(a) . The tur- 
bine has 50 impulse blades of constant cross section and with no twist. 
The turbine rotor has a tip diameter of 12.06 inches, a blade chord of 
0.744 inch, and a blade span of 1.15 inches. Coolant passages near the 
leading and trailing edges of the blade have a 0.062 -inch diameter and 
coolant passages near the blade center have a 0.099 -inch diameter. The 
crossover passage near the blade tip connecting the radial coolant 
passages is 0.062 inch in diameter. Figure 1(b) shows the turbine 
installation and the coolant path throiigh the entire turbine. 


Instrumentation 

The planes of instrumentation thro-ugh the rig are shown in fig- 
ure 1(b) . Blade teit 5 )erat-ures were obtained by means of a rotating 
thermocouple pick-up consisting of a slip-ring and brush system. 
Locations of four of the six thermocouples on the rotor blades are 
indicated in figure 1(a) . At the pitch diameter, thermocouples were 
located at the leading and trailing edges, and at points on the pres- 
sure and suction surfaces approximately midway between the leading and 
trailing edges. In addition, a thermocouple was located at the center 
of the pressure surface at the blade tip and another at the center of 
the suction surface at the blade root. A themnocouple on the water- 
outlet side of the baffle plate indicated the water temperature imme- 
diately prior to discharge from the rotor. A stationary thermocouple 
located in the coolant supply pipe was used to .measure the temperature 
of the coolant entering the tvirbine rotor. Total and static pressure, 
gas temperature, turbine speed, and coolant flow rate were measured in 
the manner described in reference 2. 


METHODS OF CALCULATION 

Evaluation of Blade -to -Coolant Heat-Transfer Coefficients 

A rigorous and an approximate calculation procedure were used in 
determining blade-to-coolant heat-transfer coefficients in this 
investigation. 
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Rigorous calculation procedure. - For this turbine, the total heat 
absorbed by the coolant consists of 

(a) The heat transferred to the. coolant by convection in the blade 
coolant passages, Qg (See fig. 2, section 2) (All symbols are 
defined in appendix A.) 

(b) The heat transferred to the coolant from the section of disk 
rim between the blades (exposed peripheral disk rim area), 

(c) The heat transferred by radial conduction from blade to disk 
rim, Qc 

Heat transferred by the turbine shaft was considered negligible. The 
total heat transferred to the coolant was deterniined from the coolant 
weight flow and the coolant temperature rise by the expression 

Q^«wCpM-^ (1) 

The coolant temperature rise was evaluated by the rotor -coolant inlet 
and outlet thermocouples. Turbine instrumentation did not permit 
independent determination of the heat transferred by convection to the 
coolant in the blade coolant passages (fig. 2, section 2). The heat 
flow of items (b) and (c) can be calculated, however. Convective heat 
transfer in the blade coolant- passages can thus be isolated and a con- 
vective blade-to-coolant heat-transfer coefficient can be obtained. The 
convective heat transfer to the coolant in the blade is obtained from 
the expression 

Qg ® Q.J - (Qjj + Q^j) (2) 

Heat transferred to the coolant from the section of disk rim exposed to 
the hot gases (peripheral section between blades) is determined from 
the equation 


«h - - ''h) (3) 

An average gas -to-b lade heat-transfer coefficient evaluated in the 
manner described in references 2 and 4 was used in equation (3). The 
effective gas temperature Tg^g was obtained from equation (3) of 
reference 2. The thermocouple at the blade base provided the tempera- 
ture Tj^ used for the disk rim. The expression used to determine the 
heat transferred by radial conduction from the blade to the disk rim is 


Qc = 






(4) 
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The radial teniperature gradient at the blade root (dTg/dX2) in 

eqviation (4) is obtained by the method described in appendix B. Average 
blade -to -coolant convective coefficients were then calculated by the 
equation 

" Si (%,av - Tl,av) 

The integrated average blade temperatvire was obtained from a plot of 
midspan blade teraperat\jre against blade periphery. The coolant temper- 
ature was teiken as the average of the rotor-inlet and -discharge coolant 
temperatinres , 

Approximate calculation procedure. - Since the determination of the 
heat -transfer coefficient by accounting for heat transferred through 
radial conduction is a tedious and time-consuming process, the bulk of 
the data points were calculated using an approximate calculation method. 
Heat-transfer coefficients were calculated from equations (l) to (3) 
and (5) with the omission from equation (2) of the heat transferred by 
radial conduction Q^. These coefficients were used in calculating 
Nusselt numbers, the dimensionless heat-transfer parameters employed in 
the data correlations. From a limited number of data points, a rela- 
tion was obtained by plotting Nusselt nunibers incorporating coeffi- 
cients calculated by a method that neglects the radial conduction 
against Nusselt numbers incorporating coefficients calculated by the 
rigorous procedure previously described. The relation was then applied 
to approximately 100 data points thereby converting all the data to a 
basis which accoimts for radial conduction. 


Correlation of Blade -to -Coolant Heat-Transfer Coefficients 

Natiiral-convection heat-transfer correlation. - Blade -to -coolant 
convective heat-transfer coefficients obtained over a range of Grashof 
numbers for several constant Graetz numbers were correlated on the 
basis of an expression for natural-convection heat transfer 

Nu = f(Gr) (6) 

Fluid properties were based on the average coolant temperature. Prandtl 
number was omitted from the correlation equation as in another investi- 
gation (reference l) of combined natiaral- and forced-convection heat 
transfer in a stationary tube. The characteristic dimension in 

the Grashof number was considered to be the length of the water colimin 
or average radial coolant passage length (fig. 2) in accordance with the 
theory explained in reference 5. The expression for the Grashof number 
for a rotating coolant passage requires a significant change from the 
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expression for Grashof niamber for a stationary tube; the centrifugal 
forces acting on the fluid far exceed the force due to gravity. The 
acceleration term oi^r is therefore used in the expression for the 
Grashof number. The radius r is considered to he the radius to the 
centroid of a water column with a length equivalent to the average 
coolant -pas sage length. Rather than use the customary length a 

characteristic dimension D equal to foiu* times the sum of the cross- 
sectional areas of the coolant passages divided by the sum of the 
passage perimeters was used in the Nusselt number. The characteristic 
dimension D was employed to maintain a common basis for both natural- 
and forced-convection correlations. The instrumentation did not permit 
determination of the coolant flow rate throvigh each passage; therefore, 
such an average hydraulic diameter rather than the individual passage 
diameters was used. 

Forced-convection heat-transfer correlation. - Blade-to-coolant 
convective heat-transfer coefficients were also correlated by a general 
relation expressing forced-convection heat transfer with l a.Tt 1 ^ nar flow 
of heated liquids in tubes: 


Nu = f(Gz) (7) 

The data were correlated by this formula because coolant flows were 
predominantly laminar and extended somewhat into the transition range 
between laminar and turbulent flow. The Reynolds number was calculated 
for each coolant flow rate to determine whether the data were above or 
below the critical Reynolds number of 2300. The length of the radial 
coolant passage in the blade was used as the characteristic dimension 
L|. in the Graetz number. Althoiigh heat is transferred to the coolant 
along the coolant passage as it passes throxigh the disk rim and through 
the blade, insufficient temperature measurements are available to deter- 
mine exactly the heat flow conditions in each of these sections. No 
thorough investigations as cited in reference 6 have been made of heat 
transfer in stationary tubes heated over the entire length beginning at 
the intake cross section. Because most of the heat is transferred to 
the coolant over the passage length within the blade, this portion of 
the coolant passage was considered comparable to the heated length of a 
stationary tube and consequently used as the characteristic dimension 
in the Graetz nuniber. In this correlation, fluid properties were based 
upon the average coolant temperature, and the characteristic dimension 
D used in the Nusselt number was identical to that described 
previously. 


Calculation of Average Blade Temperatures 

In order to determine the accuracy with which blade temperatures 
can be calculated for this turbine using available heat-transfer 



NACA RM E5IE18 


7 


coefficients, mldspan average blade temperatures were calculated. Tem- 
perat\ire distribution equations derived in reference 7 and modified in 
appendix B were used. The expression (equation (B2) of appendix B) \ised 
to obtain the blade temperature is 

OXg 

^B,2 “ ^B,p ^3® 

where the constants and exponents are evaluated in the manner stated in 
appendix B. Blade-to-coolant and gas-to-blade heat-transfer coeffi- 
cients eire eiiibodled in this expression. Average midspan bleide tenrpera- 
t\xres were calculated using the blade-to-coolant coefficients obtained 
from the stationary-tube data curve for heated liquids and the theo- 
retical gas-to-blade coefficients for this turbine obtained in refer- 
ence 4 by the method of reference 3. 


PROCEDURE 

The turbine was operated to obtain blade-to-coolant heat-transfer 
coefficients over a wide range of coolant flow, turbine speed, and 
inlet-gas temperatures. Over 125 runs were made to establish the 
blade-to-coolant heat-transfer correlation curve. In order to deter- 
mine the effect of natural convection on blade-to-coolant heat transfer, 
the turbine was operated over a wide range of Grashof numbers at con- 
stant coolant -flow Graetz numbers. The effect of forced convection on 
blade-to-coolant heat transfer was determined by turbine operation over 
a wide range of coolant-flow Greietz numbers. The scope of tijrblne 
operating conditions is given in table I. Variation in Grashof number 
was achieved by changing tvtrblne speed and inlet -gas tenperature at a 
constant coolant flow rate, thereby altering the acceleration term oj^r 
and the blade-to-coolant temperature difference (Tg^a.v “ 

factors which most affect the magnitude of the Grashof number. Varia- 
tions in Graetz number were obtained by altering the coolant flow. 
T\n:bine speed was adjusted by means of a water-brake, and the coolant 
flow was independently regulated to any desired value. In order to 
insTire longer turbine life, operation was maintained at reasonable rotor 
stress levels by not exceeding 14,500 rpm. This speed represents 
slightly more than one-half of the design centrifugal loading. 

Inlet-gas temperatures ranged from 400° to 1300° F. The coolant flow 
range extended from 0.7 to 7 gallons per minute, the maximum flow 
obtainable with this turbine Installation. 
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RESULTS ARD DISCUSSION 

Effect of Radial Conduction on Blade -to -Coolant Heat Transfer 

A comparison of representative data points of Niisselt nxambers 
obtained by incorporating coefficients calculated by considering radial 
conduction and Nusselt nunibers incorporating coefficients calculated 
omitting radial conduction is shown in figure 3. When radial conduction 
from the blade to the disk rim was considered, the Nusselt ntunbers were 
decreased a minimum of 14 percent and a maximum of 31 percent over the 
range considered. Figure 3 also indicates, that for this turbine, the 
effect of conduction is appreciable. A short blade span, large blade 
cross-sectional area, and high conductivity of the blade material 
(105 Btu/(hr) (ft) (*^) ) facilitate conduction of heat through the blade 
to the disk rim. Radial b lade -temperatiire -distribution cvirves for 
longer blades of both high- and low -conductivity materials are pre- 
sented in reference 7. Analysis of these ciirves indicates that with 
increased thermal conductivity, the influence of rim cooling (radial 
conduction) is more pronounced. For longer blades of low-conductivity, 
heat-resistant alloys, the effect of conduction is probably negligible. 


Correlation by Expression for Natural Convection 

Althoiagh forced-convection circulation of the rotor coolant is 
eti5)loyed in this turbine, the high rotational speeds are conducive to 
natural-convection circulation in the coolant passages as well. Con- 
sequently, the blade -to -coolant heat-transfer rate should be affected. 
The data obtained at several constant Graetz numbers, 460, 612, 1275, 
and 2230, were correlated by an expression for natural-convection heat 
transfer, eind these correlations are shown in figure 4. No increase in 
Nusselt munber is apparent for Grashof n\mibers from 3x10® to 4X10^^, 
indicating that natioral convection has a negligible effect upon blade- 
to-coolant heat transfer for this ttirbine. The ciirves indicate that 
the Nusselt nmber increases for increasing values of Graetz number. 
Since Graetz number is a fxmction of coolant weight flow and Grashof 
number is primarily a function of turbine speed, the data further 
indicate that coolant flow and not speed govern blade -to -coolant heat 
transfer for this turbine. Consideration of coolant velocity profiles 
in the coolant passages provides a possible explanation for the 
apparently negligible effect of natural convection. For natural- 
convection flow a certain velocity profile exists (reference 8) . If 
natural-convection flow exists in the blade leading edge passages, the 
relatively cool core of fluid is directed radially outward. The heated 
fluid in the boxmdary layer adhering to the passage wall is directed 
radially inward. When the velocity component of forced-convection flow 
is added vectorially to the velocity component of the heated fluid in 
the boxmdary layer (flow radially inward) the resultant velocity is 
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reduced. Because the boundary-layer velocity governs the rate of heat 
transfer, a decrease in convective heat transfer occurs in the leading- 
edge passages. A similar analysis for the trailing-edge passages in 
which the forced-convection flow is radially inward indicates an 
increase in the boundary-layer velocity component, and a corresponding 
increase in heat transfer. The net effect on the average blade -to- 
coolant heat-transfer coefficient is therefore probably negligible. 


Correlation by Expression for Forced Convection 

Experimental data of other investigators, shown in reference 1 for 
the laminar flow of heated and cooled liquids through stationary tubes, 
axe presented in figure 5. These data were obtained from tubes con- 
taining adiabatic calming sections preceding the heat-transfer length. 
It is inferred in reference 1 that the calming sections were not of 
sufficient length to have fully developed flow over the entire heat- 
transfer length. There is little available information, however, con- 
cerning the effect of length of calming section on heat transfer for 
laminar flow in tubes. A theoretical relation for the fully developed 
laminar flow of fluids through stationary tubes with an uhheated 
entrance length is given in reference 1 and is also presented in fig- 
vire 5. The theoretical relation is displaced from the heated data. A 
mean c\urve has been drawn through the heated stationary-tube data in 
figure 5 to facilitate comparison with turbine data reported herein. 

All blade -to -coolant heat-transfer data obtained in this investi- 
gation are shown in figure 6. The curve representing data for the 
laminar flow of heated liquids through stationary tubes (fig. 5) passes 
through the turbine data (fig. 6) . Maximum deviation of turbine data 
from the stationary-tube curve was 17 percent for a Graetz number range 
of 600 to 2400, a range for normal operation of this turbine under cur- 
rent operating conditions. At the lowest Graetz mamber of 230, the 
meiximum deviation of turbine data from the stationary-tube curve is 
35 percent. Turbine data, with the exception of several low Graetz 
number points, fall well within the scatter of the stationary- tube data 
as indicated in figure 6. The leirgest deviation generally occvirs below 
Graetz numbers of 500. A similar tendency is evidenced by the 
stationary-tube data (fig. 5), which also show the largest spread at 
low Graetz numbers. 

Because Nusselt number is a fmction of Graetz nvmiber, the corre- 
lation is dependent upon the characteristic dimension used in obtain- 
ing the Graetz nimiber. Consequently, the degree of agreement obtained 
between turbine data and stationary-tube data is also influenced by the 
characteristic length used in the turbine-data correlations. As cited 
previously, turbine data were correlated using what appears to be a 
reasonable characteristic length) however, insufficient information is 
available to permit selection of this term with certainty. 
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An eeirller Investigation described in reference 2 shows blade -to- 
coolant heat-transfer data obtained with this turbine neglecting radial 
conduction. Since the investigation reported in reference 2, a more 
satisfactory technique of installing blade thermocouples was evolved. 
Only data obtained with the new instrumentation are reported herein. 


Calculated Average Midspan Blade Temperatures 

The usefulness of a blade -to-coolant heat-transfer correlation 
obtained with a turbine is best indicated by the accuracy with which 
blade temperatures can be calculated employing this correlation. 

Because experimental blade-to-coolant heat-transfer coefficients agree 
well with stationary- tube data and may not be available for a particu- 
lar blade-coolant passage configuration, the desirability of using 
existing stationary- tube coefficients is obvious. Use of a theoreti- 
cally calculated gas-to-blade heat-transfer correlation is similarly 
desirable. Figure 7 presents a comparison of experimental and cal- 
culated average midspan blade temperatures obtained by using blade-to- 
coolant coefficients from the stationary-tube curve shown in fig- 
ures 5 and 6 and gas-to-blade coefficients calculated for this t\n:bine 
from boundary- layer theory (references 3 and 4) . The maximum deviation 
of the calculated values from the experimental data was 19° F at an 
experimental blade tenperature of 165° F. These results indicate that 
theoretical gas-to-blade and stationary-tube blade-to-coolant heat- 
transfer coefficients may be used to calculate average midspan blade 
teniperat\ires for this turbine under Imposed gas and coolant conditions. 

It should be emphasized that the tiorbine blade temperatures cal- 
culated are for a material of high conductivity and are an average of 
individual midspan blade temperatures. For blades of low conductivity 
and for locations at some distance from the coolant passage, the cal- 
culation of individual blade tenperatures will require use of additional 
equations derived in reference 7. 


SUMMARY OF RESULTS 

The following results were obtained from the investigation of 
blade-to-coolant heat transfer conducted on a forced- convection, water- 
cooled aluminum tvurbine: 

1. For this turbine, the natural-convection effect on the blade-to- 
coolant heat-transfer coefficient was negligible over the range of tur- 
bine speeds and coolant flow rates investigated. 

2, Blade-to-coolant convection coefficients for this tiirblne were 
correlated by the general relation for forced-convection heat transfer 
with laminar flow that expresses the Nusselt number as a function of the 
Graetz number. 
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3. When a characteristic dimension in the Graetz number equivalent 
to the length of a radial coolant passage in the blade was used, the 
tvirbine data agreed closely with a curve representing the data for 

1 flm-i na.T flow of heated liquids through stationary tubes. 

4. When blade -to -coolant heat-transfer coefficients from 
stationary -tube heated-liquid data and theoretical gas-to-blade coeffi- 
cients are used to calculate midspan average blade temperatures, the 
TTia viTnum deviation of calculated values from experimental data was 19° F 
at an experimental blade temperature of 165° F. 


Lewis Flight Propulsion Laboratory, 

National Advisory Committee for Aeronautics, 
C le ve land, Ohio . 
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APPENDIX A 


''P 

to 

D 

Gz 

Gr 


SYMBOLS 

The following symbols axe used in this report: 
defined by (HqIq/IebAi)^/^, ft’^ 

area normal to radial heat conduction path in blade, sq ft 
specific heat of coolant at constant pressvire, Btu/(lb)(‘^) 
constants 


hydraulic diameter of coolant passages, ft 
Graetz nvmiber wc /hL- 


Grashof number 


LnV^“^-^(TB,av-Ti,a») 


H 

k 

I 

L 

Nu 

Q 

r 

S 

T 

^B,p 


heat-transfer coefficient, Btu/(°F) (sq ft) (sec) 

thermal conductivity of coolant imless otherwise indicated 
by subscripts, Btu/(°F) (ft) (sec) 

perimeter, ft 

length of coolant passage in Graetz and Grashof numbers 
(fig. 2), ft 

HiD 

Nusselt number, 
heat flow, Btu/sec 

radius to centroid of water column, ft 
surface area, sq ft 
temperatxare, °F 


^ + H.Z. T- 

definedby — ■ ■ h 1 

Vo %^i 


Op 
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w 

X 

a 

P 

A 


coolant weight flow^ Ib/sec 

distance along blade span defined in figure 2 


defined by 



ft 


-1 


coefficient of thermal expansion of coolant, °R ^ 
prefix to indicate change 

absolute viscosity of cooleint, slugs/(ft) (sec) or 
(lb)(sec)/sq. ft 


defined by 




p inass density of coolant, slugs/cu ft 

(D anguleir velocity, radians/sec 

Subscripts; 


1,2,3 rotor sections illustrated in figure 2 

av average 

B blade 


c conduction 

e effective 

f forced convection correlation 

g gas 

h disk rim (exposed peripheral section between blades) 

i inside blade surface 

I coolant 

n natural convection correlation 

o outside blade sxorface 

p prevalent 

T total 
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APPENDIX B 


EVALUATION OF TEMPEEIATUEE GRADIENT AT BLADE ROOT 
FOR USE IN EQUATION (4) 

In order to evaluate the temperat\jre gradient at the blade root, 
the tTorhine rotor was divided in three sections, as shown in figure 2. 
Section 1 consists of the blade tip that is heated by the hot gases and 
cooled only by blade thermal conduction. Section 2 consists of the 
portion of the blade that is heated by the hot gases and cooled by con- 
vection as well as by conduction. Section 3 consists of a portion of 
the disk rim cooled by convection and conduction. For each of these 
sections, radial-temperature -distribution equations were obtained from 
heat balances of incremental segments in each section as described in 
appendix B of reference 7. 

The temperature gradient at the blade root is dependent upon the 
following temperature equations for the three sections: For section 1, 

ax-]^ -axj^ 

''b,! “ ■'g,e V 


in which 


o o 
^B^l/ 


vl/2 


The hyperbolic form of this equation is derived in reference 7. The 
equation for section 2, derived in reference 7, is 


CUX- 


-cxx^ 




where ^^^.d a are defined as follows: 


^ + E,2.T, 

C a o o g ;6 ^ ± I 

B,P 


(B2) 



MCA RM E51E18 


15 



Equation (B3) was derived from eqtiation (B2) , by letting the gas-to- 
blade coefficient Hq equal zero. It is assumed that hot gases do not 
i.tn p jn g e uq)on the sides of the ttirblne rim section shown in figure 2, 
Clearances between the rotor eind the nozzle-box installation are small 
enovigh to lend validity to this assumption. Consequently, the gas-to- 
blade coefficient for the sides of section 3 is equal to zero. 

The temperature gradient (<3Tg/dx2) for use in equation (4), 

is obtained by taki.ng the derivative of equation (B2) and results in the 
equation 



in which Cj and C^ are evaluated from equations (Bl) to (B3) by the 

algebraic method of reference 7. The method of solution was simplified 
somewhat by assuming that the temperature at the inner diameter of the 
rim was equal to the average coolant temperatxjr e . Since the entire rim 
is in contact with a free flowing annulus of coolant subject to the 
influence of turbine rotational velocity, such an assumption is probably 
Justified. It was necessary to obtain the values of C3 and C4 by a 


trlal-and-error solution employing numerical values for the geometry 
factors listed in table II. A value for the blade-to-coolant coeffi- 
cient H4 was first assumed under the inposed gas and coolant condi- 
tions and values for C3 and C4 were obtained. These values were 

substituted in equation (B4) to determine an approximate value of the 

temperature gradient (clTg/dx2) . The value of (dTg/dXo) 

X2 ® Xg s* T 

was in turn substituted in equation (4) to obtain the approximate value 
of conduction heat flow from blade to disk. By use of equations (2) 

and (5), a value of was determined and conpared with the assumed 

value. This procedure was repeated until absolute agreement with 
assumed values of the blade-to-coolant coefficient rendered further 
trials unnecessary. 
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Figure 1. - Fo3?ced-convectlc3n water-cooled alumlnvm turbine. 
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Figure !• - Concluded. Forced -convection water-cooled aluminum, turbine 
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